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FACILITIES. GENERAL. 

(c) Storage. Supplies ol food and bedding shall be stored in lacililies which adegualely protect such supplies 
a^inst delarioratidn, molding, dr containir’iatidri by vermin. 

‘The 1 l 0 [?r gl the walk in cooler has a brrjkjorviniaeing tile erpd another tile near the hepk wall is lilting snd coming 
loose. Adequate sanitallon of llie floor may not be possible as water and Otobris can collect under lh« broken 
tiles. 


RRAUAVATJANTI F 
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‘The sbetyes used for food storage in the walk-in cooler are coated with a thick, white easily removable 
tubaiartoe that was not idantitiabls. This ^ubatarkos was also noted splaharod on tha inside wall to the lelt of the 
door. The shelves arid wall should be cleaned lo remove the unknown substance. 

The food storaQ« araa must bs kepi In good repair and cleaned as naoessary to onsuro food is protoctod 
against deterioration. The food storage area shouW be repaired and cleaned. 

Correct by: September 5 201 3 . 


E)(i1 interview conduol^d wi|h fbe animal handler. 
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